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THE SPHERE OF AN AUDITOR 


BY L. RON HUBBARD 


Scientology is a science of knowingness, and, on a greater level of understanding, that 
means a science of life. 


Scientology directly addresses livingness. It is addressed to life, but what is life 
composed of? It’s basically composed of those things with which you can communi- 
cate. The most vital thing with which you can communicate, of course, is another 
being. An auditor should be able to get another being to be interested in his own 
case and to talk to him. That is what he should be able to do. (An auditor is a person 
trained and qualified in applying Scientology processes to others for their betterment.) 


The auditor is on a broader career than merely being a capable individual. He’s 
already doing something. He is doing something in the highest, widest field there is, 
which is the interrelationships of life. An auditor is handling these things. 


Scientology has the discipline and know-how necessary to handle and control the 
laws of the universe. Scientology is the data necessary to live. 


The best things a person can do are (1) get trained and (2) get cleared. Getting to 
be an excellent auditor is a must if one merely wishes to live. The combination of a 
good auditor and Clear cannot be beaten. (A Clear is a being who can be at Cause, 
knowingly and at will, over mental matter, energy, space and time as regards the First 
Dynamic (survival for self).) 


If we had only Clears and no auditors we’d have a slump ahead. There are people 
on the way to Clear, now, all over the world. Just remember that you'll have to be 
able to audit, to skilfully handle aberrated persons. It will take a lot of auditors to 
have a cleared society. To properly hit that target, each of us needs to be (1) well- 
trained and secure in our Scientology skills, and (2) a good example in our own case. 


L. RON HUBBARD 


Remember, when I tell you one thing: One dynamic isn’t enough. (Dynamic: The 
urge, thrust and purpose of life—SURVIVE!—in its eight manifestations.) It takes 
all the dynamics to make freedom. Therefore, to be Clear is not enough. To be a 
Cleared auditor and to handle and audit people is a must if we wish to be totally free. 


Face it. We live in a barbarism. The shiny cars are driven by degraded men. You 


won’t be free unless they are. 


Right now, it’s all right to keep your eye on that first dynamic (survival for self) 
and get Clear. You should. But get trained on the way. 


Improvement is the common denominator of all our ideas. As Scientologists we 
are trying to make people better. Our technology is to enable us to do that. Solve 
things by the equation of the optimum solution: The greatest good for the greatest 
number of dynamics. Failing to so solve things dug you in to where you were in the 


first place. 


Scientology got you out. 


Stay out, by knowing Scientology well. Get trained. 


And that’s how you’re going to help me. 


on 


EXPANSION IN SOUTH 
AFRICA 


Scientology in South Africa is expanding at a 
vast rate. More and more Scientologists in 
South Africa are using Scientology in their 
daily lives to change conditions. More and 
more new Scientologists have taken their first 
steps on the Road to Total Freedom by com- 
pleting Academy training courses and Grade 
O to IV Processing 

Traditionally, the accent is on training in 
South African Orgs, and a very high percen- 
tage of students take the full training route 
from Class O to Class IV and then go direct 
to Saint Hill for the Saint Hill Special Brief- 
ing Course and Power Processing. 

[There are four Scientology organizations 
in South Africa—Johannesburg, Durban, 
Cape Town, and Port Elizabeth. The Johan- 


nesburg Org was formed in 1955 as an 
Authorized Office, empowered to run the 
Hubbard Professional Auditor Course 
Joburg became a full Scientology Organiza 
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Scientology is about and Scientologists the 
incentive to move forward at great speed on 
the Road to Total Freedom. 

Lectures by visiting Scientology celebrities 
such as John McMaster, the first Clear in the 
world, and Bill Deitsch and Alison Park- 
house provide another chance for members 
of the public to find out what Scientology 
offers and what they have been missing! 

FIELD STAFF MEMBERS 

Each South African Org has its Field Staff 
Members, who are Scientologists holding a 
Hubbard Book Auditor Certificate or above. 
The Field Staff Member a vital one, 
He or she contacts new people who do not 
yet know about Scientology, selects them for 
training or processing at their local Organi- 
zation and follows up the selection by 
making sure that their selectees continue to 
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COMING SCIENTOLOGY 
CONGRESSES IN SOUTH 
AFRICA 


JOHANNESBURG 

(Regular dates: First weekend in April 
First weekend in October) 

Realization Congress October 1968 


PORT ELIZABETH 

(Regular dates: Last weekend in April 
Last weekend in October) 

Realization Congress October 1968 


DURBAN . 
(Regular dates; Second weekend in May 
Second weekend in 


November 
Advancement Congress ovember 1968 


CAPE TOWN 
(Regular dates: First weekend in February 
First weekend in 
September) 
September 1968 
February 1969 


Clear Congress 
Advancement Congress 


JOHANNESBURG 


RECENT JOHANNESBURG COURSE 
COMPLETIONS 


HUBBARD DIANETIC AUDITOR 

OWEN JACKSON, ALLAN McDONALD, BOB 
HUTTON, EDWARD KLEYN, KLEYN 
NORA P. N, PETRA VAN DYK, AL 
McDONALD, GEORGE JAFFE, JUDY ARON- 
SOHN, BERTHE DU PAVILLON, HETTIE SWART, 
DALINA JACKSON, OWEN JACKSON, ALAN 
JAFFE, BILL ARMSTRONG. 

HUBBARD RECOGNIZED SCIENTOLOGIST 

LISA SPENCER, Cert, MAGGIE ROUSSOW, ROS- 
SIE ROUSSOW, TOM HAWLEY, KIETHA OCEN- 
DAHL, ANTONIO DE PININZIO, MARGARET 
COOK, ROSEMARY JOHNSON, ESTHER GRASS, 
ALAN WARRIE, NORMAN HERRING, SAM 
JACOBSOHN, 

HUBBARD TRAINED SCIENTOLOGIST 
RICHARD CARROLL, ROBIN HOGARTH, ROSE- 
MARY JOHNSON, CLIVE WINSKILL, CHARLES 
JOHNSON, 

HUBBARD CERTIFIED AUDITOR 

GORDON COOK, Cert., ANDREW HADJIYANNIS, 
NORMAN HERRING, Cert, SIMON HOGARTH, 
Cert, PAT KENNEDY, ALAN LAKE, LEW SEGAL, 
PETE LE ROUX, Cert, CYRIL ROSENBERG, 
RENE KURENSKY, TONY ROGERS, DESMOND 
COOK, RICHARD COOK. 

HUBBARD PROFESSIONAL AUDITOR 

RENE KURENSKY, DESMOND COOK, MARION 
KENNEDY, Cert, MARJORIE ANDERSON, 
STENSER ANDREWS. 

HUBBARD ADVANCED AUDITOR 

TONY ROGERS, ARNOLD TANNEBAUM, 
DANNY MORRIS, ALLAN COOK, WERNER VON 
FINTEL 


PORT ELIZABETH 


RECENT PORT ELIZABETH 
ACADEMY COURSE COMPLETIONS 
GAIL DOLEY, HDA; JACQUES MARAIS, HCA; 
NORMAN PERELSON, HDA; JOHANNES 
TREDOUX, HCA; TONY DARWENT, HDA; 
EDWARD KUHN, HAS, 


RECENT PORT ELIZABETH 

RELEASES 

PETER VAN DER POEL, IV; HARRY CARTER, 
IV: PETER HILL, O; EVE BUTLER, I-I; JACKI 
DRUMMOND, O-U; SIDNEY FELGATE, O; 
EDWARD KUHN, O-III; DAVID PALMER, O-IV; 
PETER VON DORP, Ill; RALPH HANCOCK, IIT; 
PHILLIP JOURDAN, II; CLIVE HUDSON, O-I; 
LEE KEMP, IV; BRENDA PETERS, O; LARRY LE 
ROUX, O; HANSIE MOOLMAN, O-I; SUSAN TRE- 
DOUX, IN; ANDRE UNTIEDT, O-IV; HENCIA 
UNTIEDT, I-IV; JOHAN CONRADIE, IM; SUSAN 
CONRADIE, O; LES WENTWORTH, O-IV; 
HANNES CONRADIE, O-I; PEGGY THOMPSON, 
IV; MIKE SMIT, IV; DAVE PERELSON, II-IV; 
GARY ROBERTSON, O; JOYCE ROBERTSON, 
II-IV; MIKE CROSS, IV; DES HOOLE, IV; 
LOUISE CONRADIE, O-I; KIM DOWNING, I-III; 
JOHN WILSON, O-I; GEORGE WILSON, O; JOHN 
MILES, I; GOVIN ALLEN, Ill; VALERIE POT- 
GIETER, O-VA; ALBERT NELMAPUIS, II; 


MADELEINE PERE LSON, IV 


“RON’S JOURNAL 
°67” IN DEMAND 


wants 
Scientologist to hear “Ron’s Journal ’67”. 

“Ron’s Journal 67” is a 45-minute tape 
lecture made by Ron soon after he broke 
through the “Wall of Fire” in his research on 
the levels beyond Clear. 

In Johannesburg, at the c playing 
of “Ron’s Journal '67” in Casa Mia 
Hotel nearly 200 people attended. In Durban, 
a violent electrical thunderstorm over the 
city, half an hour before the tape was 
scheduled, did not prevent the hall from 
being packed to capacity, with the crowd 
overflowing into all the available nearby 
rooms. 

Ron’s message is a must for all Scien- 
tologists. If you have not heard it yet, con- 
tact the Distribution Secretary of the Joburg 
Org. (address on back page) and demand to 
hear it. If you know of another Scientologist 
who hasn’t heard it yet, bring him or her to 
the next tape play. Ron wants every Scien- 
tologist to hear his message. 


SOUTH AFRICAN STUDENTS 
AT SAINT HILL 


BARBARA STIRTON, Johannesburg; IMA 
KLEYN, Lyndenburgh; EDUARD KLEYN, 
Johannesburg; MICHELE MORETTI, Dur- 
ban; MARGARET MORETTI, Durban; 
VIVIAN ERIKSON, Cape Town; JUDY 
ARONSOHN, Clear 920, Section Two O.T., 
Johannesburg; ARNOLD TANNENBAUM, 
Johannesburg; JACOB KEMP, Johannes- 
burg. 


HOW SCIENTOLOGY TRAINING HAS 
HELPED ME IN LIFE 
“I find that training and auditing experience 
helps me in innumerable ways—in driving a 
car (patiently, in heavy traffic), waking up in 
the morning, confronting anything un- 
pleasant in life, keeping myself occupied in 
leisure hours, in writing letters, making tele- 
phone calls, in chance conversations with 
strangers—In fact, training helps in every 
conceivable situation or experience any- 
where, any place, anytime—Try it for your- 
self and see! 
JIM STEWART, Class VII, O.T.II, 
Cape Town. 


CAPE TOWN 
RECENT CAPE TOWN COURSE 
COMPLETIONS 
LORRAINE BUDDEN, HAS; INGRID RAPPOLD 


HAS; NEIL SOLOMON, HRS; THELMA 
STEWART, HDA, 


RECENT CAPE TOWN RELEASES 
HUGH BRADLEY, IV; PAULA KNOWLES, O-II; 
PHILIP VAINK, O-I; SHEILA SACKER, O-II; 
MONICA SUTHERLAND, 0-11 


RECENT DURBAN COURSE 
COMPLETIONS 

PHYLLIS McMASTER, HCA; GILBERT DUROW 
HDA; MATTIE MACDONALD, HOS; CARMEN 
ENGLAND, HAS; DIETMAN  KECHT, HAS; 
HAZEL WATSON, HAS; CHRISTINE BANFIELD, 
HAS; GLEN BARGATE, HAS; WYN BARGATE, 
HAS; MARY CHAPMAN, OLD HPA; TERRY 
DENISON, HDA; GILBERT DUROW, HRS; 
LYNETTE HAIGH, HAS; LINDA SIMON, HAS; 
MERIL SIMON, HAS; CHERYL COOK, HAS 
BRANDON MOSTERT, HAS; BETTY HAMILTON 
HDA; PAUL SANDER, HAS; GUNTER RAFFEL, 
HAS; RONALD RYDER, HAS; FRANCE VAN DER 
GRUP, HDA; JOE VAN DER SANDEN, HPA; 
MAR VERE, HAS; GUY VERE, HAS; NORMAN 
COMLEY, OLD HPA; GEORGE COOPMAN, HPA 
ELLIS DOIG, OLD HPA; GILBERT DUROW, 
HTS; MATTIE McDONALD, HDA; PAT MOONEY 
HAS; JENNY COX, HAS; JENNY GILDER, HAS 
BRIAN GILDER HAS MALCOLM SCOTT 
WILSON, HAS; THYS SADIE, HTS 


improve your life and livingness. 


dom 


Street, Joubert Park, Johannesburg 


SIGN UP FOR TRAINING 


Academy training produces expert auditors. Training is smoothly arranged on 
a gradient of Theory and Practical Courses. You receive exact thorough training 
in standard Scientology auditing technology and, with each new step completed 


These are the Academy Courses available at South African Orgs 


Hubbard Dianetic Auditor’s Course—all orgs. 
Level O Courses—all orgs. 

Level I Courses—Joburg, Durban and Cape Town. 
Level If Courses—Joburg and Durban. 

Level I Courses—Joburg. 

Level IV Courses—Joburg. 


Each Level consists of a Theory Course and a Practical Course 
Each Academy Training Course you do takes you further on the Road to Total F 


Sign up for your next training step now. 
% Learn the technology for helping others. 


* Learn fundamental data about the mind and spirit f 
* Learn how to handle people easily in daily life | 
* Learn that life can be understood. l 
% Increase your awareness and command of your ens 


Receive a 5% discount for full payment in advance 


See or write to the Registrar at the Johannesburg Hub! 
for full details on how to enrol for your 


xt training 


NEWS FROM AROUND SOUTH AFRICA | 


INCREASED ABILITY 


an increase 
sculptural work. 
Coert became a Scientologist in Johannes- 
burg, in 1961, when he met L. Ron Hubbard. 
To Coert, Ron’s face was a symbol of Com- 
munication and he wanted to make a bust of 
Ron. Ron agreed and now Coert’s fine 
sculptured head of Ron is in Ron's office in 
the Johannesburg Org while ten copies are 
located in other Scientology Orgs around the 


d 


An historic photo, taken in 1961, of L. Ron Hubbard sitting for Coert Steynberg, as Coert 


world. 

Recently, Coert was chosen to execute a 
30 foot high head and shoulders sculpture 
of President Paul r from the solid rock 
crown of a granite hill overlooking the road 

Pretorius Kop ukuza—in 
Kruger National Park. 


Before his ing, Coert was rather 
uneasy at the thought okoa the pro- 
ject but after his Ability Release (Grade IV) 

discovered that he could confront the 
giant project confidently and is eager to start! 

Coert plans to be at Saint Hill later this 
year. 


as i! 
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models his famous bust of Ron in clay in his Johannesburg studio. 


SUCCESSFUL SECRETARY 


BARBARA STIRTON, Grade VA Release, 
from Johannesburg, is currently a student 
on the Saint Hill Special Briefing Course. 
Since January, 1960, when she first attended 
a Personal Efficiency lecture, Barbara has 
been a keen Scientologist and has experi- 
enced many gains from her training and 
processing. 


Barbara had a big win from her Power 
Processing. She became private secretary to 
the Managing Director of one of the biggest 
and-mostimportant financial organizations in 
Johannesburg—the enterprise of Charles 
Engelhard, U.S. and International financier. 


As a result of her Power Processing, 
Barbara smoothly handled the extremely 
busy and often random working environment 
surrounding the Managing Director—and 
enjoyed the experience! She was highly paid 
for her ability and has used this financial 
reward to come to Saint Hill for the Saint 
Hill Special Briefing Course 


Clear. 


self in your own home 


LOGY NEEDS THIS UP-TO-DATE 


logy Organizatior 


GET THE DIANETIC RECORD ALBUM 


On this beautifully-produced album of two Long-Playing Records, Ron gives 
you the latest data on Dianetic Auditing, now an essential step on the road to 


ALSO you read “The Story of Dianetics”, 
the full run-down: “‘Dianetic Auditing Techniques” by I 
ONE WHO HAS READ OR PRACTISED DIANETICS OR SCIENTO- 
TECHNOLOGY. 

Price: R11. Discount price for International Members: R8.80. 

Get your album from THE BOOKSTORE, Hubbard Scientology Organiza- 
Johannesburg, or your nearest Sciento- 
(addresses on back page) 


tion, 23 Hancock Street, Joubert Park 


RECORDING ARTISTS 


ROBIN HOGARTH, Grade VA Release, his 
brother SIMON, Grade VA Release, and 
BARRY GIBSON, Grade VA Release, are 
the three members of the Maximillian King 
Trio, which has rapidly risen to success in 
South Africa. Their records, displaying the 
Trio’s special style of three blended rhythms, 
are widely heard now on radio. This success 
has followed from their Scientology auditing 
and training. 

The boys first heard about Scientology 
when L. Ron Hubbard visited Rhodesia in 
1966, Robin and Barry met Ron in Salisbury 
and this made Scientology very real to them! 

The three singers determined to go as far 
as possible in Scientology. They travelled to 
South Africa, had auditing, and joined the 
staff of the Johannesburg Org, where they 
are also doing their Academy training. Robin 
is now a Class I Auditor and Simon is a 
Class TI Auditor. 

It won't be long before Robin and Simon 
are at Saint Hill on the Saint Hill Special 
Briefing Course. 


THIS is Ron at his best, making Dianetic Auditing alive for you. 

THIS is Dianetics modernized, as described in lectures by L. Ron Hubbard 
to the students on the Saint Hill Special Briefing Course 

IT’S EASY! All you need to acquire this knowledge is a record player. YOI 
NEED THIS DATA, and what easier, better way to get it than from Ron him- 


which is with the Album, AND 
Ron Hubbard. ANY- 
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Park, Johannesburg, or your nearest 
e) 


ree 


tologist Certificate, Class O; the Hubbard 
Trained Scientologist Certificate, Class I; 


the Hubbard Certified Auditor Certificate, 


Class II; the Hubbard Professional Auditor 
Certificate, Class III; and the Hubbard 
Advanced Auditor Certificate, Class IV. In 
Durban, students are trained from Level O 

_ to Level II to attain the Hubbard Certified 
Auditor Certificate, Class II. In Cape Town, 


students are trained on Level O and Level I 


to attain the Hubbard Trained Scientologist 
Certificate, Class I and in Port Elizabeth, 
students are trained on Level O to attain 
the Hubbard Recognized Auditor Certificate, 
Class O. 

In addition to these fine courses, beginning 
students are able to take lower-level train- 
ing courses to become Hubbard Apprentice 
Scientologists, then Hubbard Qualified Scien- 
tologists. 

Dianetic Auditor Training is now an essen- 
tial step on any Scientologist’s route to Clear, 
and all South African Orgs train students on 
the Hubbard Dianetic Auditor’s Course. 
(Dianetics is Man’s most advanced school of 
the mind. The way up to a capable human 
being is the realm of Dianetics. Scientology 
is the route from human being to total free- 
dom.) 

Any trained auditor can apply his know- 
ledge of Scientology data to any aspect of 
life and handle it well. Academy training is 
arranged in Levels, with a Theory Course 
and a Practical Course for each Level. Train- 
ing is done on a smooth gradient and students 
master each Course before doing the next. 

The training route, which starts in the 
Academy of your local Org and continues 
on to the Saint Hill Special Briefing Course 
at Saint Hill, is the surest and fastest route to 


Clear. 
PROCESSING 

Processing is that action or actions, gov- 
erned by the technical disciplines and codes 
of Scientology, of administering a process to 
a preclear in order to release or free him. 
(A preclear is a person who, through Scien- 
tology processing, is finding out more about 
himself and life.) It is the means by which 
a person progressively emerges as his essen- 
tial self. Man is basically good and it is pro- 
cessing which enables this basic goodness to 
be revealed. Processing allows unwanted, 
non-survival thoughts and behaviour to be 


p 
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Lively Johannesburg ‘Academy course students training to be professional auditors. From left, 
Bertha Dupavillon, Gordon Cook (back), Werner von Fintel, Brenda Swart, Norman Starkey 


The three attractive white buildings of the 
Johannesburg Org, located at 23 Hancock 
Street, near Joubert Park. 


cleared away. 

Processing is done in the Hubbard Guid- 
ance Centre of each South African Org. Pre- 
clears are audited up through the Grades of 
Release; Grade O, Communications Release; 
Grade I, Problems Release; Grade II, Relief 
Release; Grade III, Freedom Release; Grade 
IV, Ability Release. 

FOUNDATIONS 

As many Scientologists are unable to 
receive daytime service from their Orgs, a 
special Organization, operating in the even- 
ings and weekends, is found at each South 
African Org. This Organization, called the 
Foundation, gives very full service, including 
books, processing, training and Children’s 
Courses, as well as Free Introductory Films 
and Lectures. 

THE BRIDGE 

All of the varied activities of the South 
African Orgs are designed to provide the 
services needed by the people in their area to 
enable them to move with maximum speed 
from being a member of the public to a keen 
professional Scientologist. 

The South African Organizations give first- 
class Academy training according to their 
official classification. All Orgs provide full 
Grade processing from Grade O to IV. This 
vital training and processing fully prepares 
each Scientologist in the South African zone 
for Class VI training on the Saint Hill 
Special Briefing Course and Power Process- 
ing at Saint Hill, and for his adventure to 
Clear and beyond. 


and Rey van Heerden. 


Scientology 


Science of Survival 
person and to predict human behaviour 


the axioms of Dianetics and the Logics 
Scientology 8-8008 
of Scientology. 

Creation of Human Ability 
mentals of life and the physical universe 
Dianetics 55 
toward raising ability 


Buy at the special discount price of R11. 
Usual price R16 


back page). Surface postage is free 


BUY THE BASIC 
SCIENTOLOGY LIBRARY 


SELECTED BY L. RON HUBBARD 


This is the set of seven books written by L. Ron Hubbard and selected by him to form 
the basic Scientology Library because they fully embrace all aspects of Scientology data 


Read these books and acquire a much broader understanding and command of 


ALL BOOKS BY L. RON HUBBARD 


Dianetics: The Modern Science of Mental Health 
which brilliantly describes and explains the parts of the human mind 
Scientology: The Fundamentals of Thought 
material which can be immediately applied to your handling of life 

The book which shows you how to assess the actual value of any 


A basic book containing vital fundamental 


Advanced Procedure and Axioms—A revealing study of thought, emotion and effort, and 
This is an information-packed handbook for more advanced students 
A superb study of human ability in relation to the funda 


The comprehensive book which shows how to 


Buy the Basic Scientology Library at the Bookstore 
23 Hancock Street, Joubert Park, Johannesburg, or 


The vividly-written, best selling book 


apply communicatic | 


Hubbard Scientology Or i | 
your local Organisation 


TRAINING AND 
PROCESSING 


The next vital step for Scientologists who 
have taken all South African training and 
processing services is to go straight to Saint 
Hill for Power Processing and the Saint Hill 
Special Briefing Course. 

The great Saint Hill Special Briefing 
Course, which produces the world’s best 
Auditors, is renowned for thorough training 
and expert supervision. Class VI Auditors 
from the Saint Hill Special Briefing Course 
travel far and wide to the four corners of 
the earth to contribute their special auditing 
expertise, technical knowledge and skill to 
fellow Scientologists and Scientology organi- 
zations. 

The Academies of the world produce good 
auditors. These good auditors come to Saint 
Hill for the Saint Hill on Briefing 
Course to get that extra polish and technical 
perfection demanded of graduates of the 


Saint Hill ial Briefing Course. 

Only at Saint Hill can you get fabulous 
Power Processing to take you to Grade V 
and VA Release. These exciting kg 
fill that important gap between Grade IV 
and Grade VI. Power Processing, in Saint 
Hill’s famous Hubbard Guidance Centre, is 
delivered by top Class VII Auditors and 
supervised by Clears. 

Training on the Saint Hill Special Briefing 
Course, to Class VI and Grade VI (or the 
Solo Audit Course to Grade VI) and Power 
Processing at Saint Hill are prerequisites to 
enrolling on the Clearing Course at the 
Advanced Organization. 

Complete all training and processing levels 
and Grades at the Johannesburg Organiza- 
tion and go straight to Saint Hill for the 
Saint Hill Special Briefing Course and 
Power Processing. 


BILL DEITSCH AND ALISON PARKHOUSE 


TO LECTURE 


L. Ron Hubbard has sent two more 
Sea Org members on a world tour of 
Scientology Orgs. They are BILL 
DEITSCH, Clear 229, and ALISON 
PARKHOUSE, Clear 310. Both have com- 
pleted six sections of the OT Course. (OT 
means Operating Thetan, a Being who is 
knowingly at cause over matter, energy, 
space, time, thought and life and is not 
necessarily in a body.) 

This new world tour, following the 
historic world tour by John McMaster, 
commenced in London on the 21st March. 
Bill and Alison’s tour continued in 
Australia, then progresses to New Zealand, 
U.S.A. and Africa, in that order. 

Both Bill and Alison have an astonish- 
ing ability to really communicate. Bill 
speaks several languages fluently and is an 
outstanding pianist, expert in all styles 
from modern jazz to classical. He com- 
pleted the Saint Hill Special Briefing 
Course with Honours. His recent lectures 
in England, whether at a university, an 
art college or in a public hall, were all 
strikingly successful. 

Alison, an extremely well-known Scien- 
tologist from Cape Town, combines beauty 
with a tremendously high ability to com- 
municate. She has had eleven years of 
continuous success as a Scientology lec- 
turer. 

Alison is a graduate of the famous 
Royal Academy of Dramatic Art, London, 
and has the ability to keep her audiences 
laughing while giving Scientology data of 
immediate application in life. 

The dates for the first lecture in each 
African Org are 

Johannesburg : 

Thursday, Ist August, 1968 


processing, as follows 
with anyone on any subject. 


problems and make them vanish. 
Grade If Release 


of life. 
Grade HI Release, Freedom Release, frees you from the upsets of the past and liberates 
your abilit of the future. me 
Grade IV Releas bility Release, brings you out of a fixed condition and releases 
things 
rocessing takes you further on The Road to Total Freedom. 
| k Sign up for your next processing step now. 
i * Get expert auditing on the Grades of Release. 
| * Raise your ley Awareness. 
i zain a ney lity to handle your life. 
truths ywn existence, 
rea nd able. 
| Jol O Organization (addresses on back 
i ; 
R | 
o Í the Johannesburg Organization for full 
Is. Addr 23 S oubert Park, Ji nesburg. 


SIGN UP FOR PROCESSING 


The Hubbard Guidance Centre of your local Scientology Organization is where 
you will receive processing to raise you effortlessly to a higher state of existence. 
The trained auditors in every Hubbard Guidance Centre use precise, modern 
auditing to raise you up through the Grades of Release with wonderful gains 
for each of the Grades. All South African Orgs 


Grade O Release, Communications Release, releases your ability to communicate freely 
Grade I Release, Problems Release, restores your ability to recognize the source of 


Relief Release, brings you relief from the hostilities and sufferings 


Bill Deitsch and Alison Parkhouse share a 

joke near the Saint Hill Chapel where both 

have drawn overflowing audiences prior to 
their world tour of Scientology Orgs. 


Cape Town: 

Wednesday, 7th August, 1968. 

Port Elizabeth : 

Tuesday, 13th August, 1968. 

Durban: 

Tuesday, 20th August, 1968, 

Bill and Alison will give many other 
public lectures as well as their first lecture 
in each Org. See Bill and Alison when 
they’re in your city. Bring your friends 


can deliver full Grade O to IV 


CLEARS FROM 
„SOUTH AFRICA 


Clear 549, ANNE 
Beara, Gass VE Dereon, BERMAN, Clear 
338, BERNSTEIN, Clear 999, 
Town. DA Clear 694, Durban, GIL- 
BLAIKIE Clear? Cape Town. HENRY BLU 

4 
Johannesbu TIE Clear 193, Johannes- 
burg. JOAN 5 113, Class VI, Durban. 
JEAN CHELIN, Clear 248, i 

Clear 266, Class 


; annesburg. J 
JAFFE, Clear 237, Johannesburg. MOLLY JELLEY, 
Clear 391, Class VI, Johannesburg. DER 
SON, Clear 682, Johannesburg. NEVILLE S. JORY, 
Pope 305, Class VII, Johannesburg. JUNE KAY, 

car 130, Class VI, Durban. JANE KEMBER, Clear 
TA Class VI, Johannesburg. KEVIN KEMBER, Clear 
122. Class Vi, Johannesburg. EUGENIE KLEYN, 
Clear 538, Pretoria. I A hrial T Clear 3S 
Pretoria, KEITH KNOWLER, Clear 621, 
KAY KATA KUZINOS, Clear 834, Johannesburg. 
PETER LE ROUX, Clear 496, Johannesburg PETE 
LEUTSCHER, Clear 681, Johannesburg. CLAIRE 
LOUWRENS, Clear 74, Cape Town, SHEILA 
MASSEY-HICKS, Clear 617, Class VI, Cape Town. 
JOHN McMASTER, Clear 1, Class VII HONS, 
prosonemges. EI ae McMASTER, Clear a 

j. MEIN, Clear wes Durban 

Bat 183, Durban. rd MOF- 
A Clear oe Natal. JOHN MORSHEAD, Clear 
14, Johannesburg. PEGGIE MORSHEAD, Clear 656, 
Class VI, Johannesburg. SONJA MORSHEAD, Clear 
192, Class VI, Johannesburg. JENVEY NISSEN, Clear 
495, Johannesburg. IVOR NORRIS, Clear 188, Johan- 
nesburg. JOY OLLEMANS, Clear 103, Class VII, 
Port Elizabeth, PIERRE OLLEMANS, Clear 131, 
Class VII, Port Elizabeth, SOPHIE OXLEY, Clear 
531, Class VI, Pretoria. ALISON PARKHOUSE, 
Clear 310, Cape Town, JACK PARKHOUSE, Clear 
897, Cape Town, ROBIN PEGLAR, Clear 213, Class 
VI, Johannesburg. DAVE PERELSON, Clear 253, 
Port Elizabeth VERS PEVERETT, Clear 980, 
Pretoria, ALISTAIR ROSS, Clear 645, Johangedburg 
HOPPY ROSS, Clear 239, Johannesburg. PAT RO. 
Clear 328, Class VI, Johannesburg. ERIC ROUX, 
Clear 595, Port Elizabeth, JENNIFER ROUX, Clear 
301, Johannesburg. JOAN SCHNEHAGE, Clear 174, 
Class 1V, Johannesburg. QUINTIN SCHNEHAGE, 
Clear 299, Johannesburg. JOHN SCOTT, Clear 657, 
Class VI, he EILEEN SHAPIRO, Clear 
366, Johannesbu "SMITH, Clear 335, Class VI, 
Cape Town. RDON SPRIGG, Clear 295. Pori 
Elizabeth, MOLLY SPRIGG, Clear 303, Port 
Elizabeth, NAN STARKEY, Clear 155, Class vil, 
Johannesburg, OWEN STARKEY, Clear 341, Class 
VI, Johannesburg. JAMES STE WART, Clear 153, 
Class VII, Cape Town, RORY TATE, Clear 479, 
Class vi, Johannesburg. PETER TREWARTHA, 
Clear 858, Ottery. Cape COLIN VANDERPLANK, 
oo 912, Durban. MARGO WALL, Clear 555, Grey 
owa. 


YOU CAN ALWAYS 
WRITE TO RON 


ABOUT YOUR CASE 
OR PROBLEMS 


WRITE IN FOR YOUR 
FREE 6-MONTHS 
SCIENTOLOGY 
MEMBERSHIP 


Write to the MEMBERSHIP OFFI- 
CER of the Hubbard Scientology Organi- 


at 23 Hancock Street, Joubert 
Johannesburg, South Africa, or 


zation 
Park, 


your nearest Organization (see addresses 
below). 


Saint Hill Manor 

East Grinstead 

Sussex, England 

Cable: Sientology 

East Grinstead England 
Telex: 95176 
LONDON 

37 Fitzroy Street 
London W.1 

Cable: Sientology London 
Telex: 25383 


UNITED STATES 
WASHINGTON D.C. 

1812 19th Street N.W. 
Washington D.C., 20009 
Cable: Sientology 
Washington D.C. 

Telex: 440125 

NEW YORK 

49 West 32nd Street 

New York, New York 10001 
Cable: Sientology New York 
Telex: 012032 


MIAMI 
47 S.W. 


Union 


Michigan 48221 
Cable: Sientology Detroit 


MINNEAPOLIS 
3007 Nicollet Avenue 
Minneapolis, 
Minnesota 55408 


Lith Street 
Miami, Florida 33130 


LOS ANGELES 

2005 West 9th Street 
Los Angeles 
California 90006 
Cable: Sientology 

Los Angeles 

Telex: 067-262 Western 


SAN FRANCISCO 
347 Stockton Street 
4th Floor, San Francisco Ade 
California 94018 


Artie Sait HIN Special Briefing Course, at 
Saint Hill. 


FOCUS ON 
SUCCESS 


HUBBARD APPRENTICE 
SCIENTOLOGIST COURSE 

“I have just finished the H.A.S. Course and 
I really feel great! 

“I now realize why conversation fell flat 
around me, why people never spoke to me 
for very long. The answer is simple, I just 
was not there. 

“Now, to know I can be at cause, to know 
I can confront any situation, has given me 
the biggest change I have had for a long 


time.” 

AIRLIE WRAY, Rhodesia. 
HUBBARD QUALIFIED 
SCIENTOLOGIST COURSE 
“Well, first of all, I would like to say ‘Thank 
you’ to all the wonderful people who have 
helped me so willingly. Once again I feel that 
life is worth living and instead of dreading 
tomorrow, I find myself looking forward to 
it! What I would have done without Scien- 
tology, 1 honestly just don’t know. I just 
can't tell you what it's done for me! My con- 
frontin, ng has improved greatly and my ability 
to handle people has really improved. 

“I find that 1 am capable of loving people 
—which, before my training and processing, 
I found absolutely impossible to do. I am 
able to agree for a change—I always used 
to disagree no matter what suggestion was 
made. 

“I am full of life, very active and I am 
enjoving myself to the full.” 

BARBARA COMLEY, aged 15 years 

“By having done the HQS Course, I have 
been shown the way from being in a mental 
wilderness to being able to see the road out 
of it, where everything started falling into 
place, and I am no longer in doubt as to 
what the next step will be. All we need is to 
see the next step and take it. That's all there 
is on the road to Freedom. 

“I have had the lovely feeling of my own 
knowledge being validated. This is what 
made the course so exciting, being able to 
know, What a feeling! I cannot describe it.” 

SAM JOCOBSON, Johannesburg 
HUBBARD CERTIFIED AUDITOR 
COURSE 
“I feel wonderful. Capable of handling my 
surroundings, my child and family. In fact 
I enjoy them all so much, that it doesn't feel 
like handling at all. Since being in Scien- 
tology, I have also discovered that I have the 
ability to do sculpture and a hundred and 
one other things. In fact, it feels there's noth 
ing I cannot do, which is both remarkable 
and wonderful 


A. MIDDLETON, Grade IV, Durban 


ENGLAND DETROIT SEATTLI 
Hubbard College of 12 North Avenue 910 Elliott Avenue, West 
Scientology Highland Park, Detroit Seattle 


Washington 98119 
Cable: Sciensea Seattle 
Washington 

HAWAII 

143 Nenue Street 

Aina Haina, Honolulu 
Hawaii 96821 

Cable: Sientology Honolulu 
AUSTIN 

510 West Lith Street 
Austin Texas 78701 


CANADA 
rORONTO 

27 Prince Arthur Ave 
loronto 5 
Ontario, Canada 
Cable: Sientol : 
AUSTRALIA 
ADELAIDI 

Peel Chamber 

23 Peel Stres 


Buy 


When it y a 


Total Freedom. 
Price: R3.50. Price for 6 


Int. Membership Discount Price; R2.90, Price for six: R 


(addresses below). 


SCIENTOLOGY AT 
RAND 
EASTER SHOW 


1,736 people received free LQ. and 
sonality tests at the colourful Scientolo: aa 
exhibit located in one of the largest exhibi- 
tion halls of Johannesburg's Rand Easter 
Show 


The Rand Easter Show is South Africa’s 
largest and most spectacular show of the 
year. Nearly every industry in South Africa 
and several nations set up booths exhibiting 
their major products. 


Johannesburg Scientologists set up a stand 
on the mezzanine of the Modern Pavilion 
The exhibit included a testing room, where 
free Personality and LQ. tests were offered 
to the public, a movie theatre featuring “An 
Introduction to Scientelogy”, a filmed inter- 
view with L. Ron Hubbard, a book store 
offering a wide range of popular Scientology 
books, and a registration booth for people 
wanting to sign up for Scientology process- 
ing and training 


The entire exhibit was a fantastic success 
The 1.Q. and personality tests were extremely 
popular, and the chairs in the testing centre 
were never empty. Hundreds of people 
bought books, enjoyed the film, and decided 

the Jol esburg Scientology 
Organization fÍ beg w course nr § 
i 


me to 


an 


YOUR ROUTE TO CLEAR BEGINS HERE 
AT THE HUBBARD SCIENTOLOGY ORGS. 


PERTH 
959 Hay Street ond Fle ” Ei 
Perth, W.A 409 Smi 
Cable: Sientology Perth W.A ble: Sientolo 
SYDNEY 
2 Bucklan 
Broadway | 
Sydney, N.S.W. 2007 

yle: S yS 
Cabl i 

THE 


SOUT FRI ’ 
TOHANNESBUR( 5 


í í 


“Dianetics: The 

Modern Science of 
Mental Health” 

by L. Ron Hubbard 


ppeared in 1950, “Dianetics: The Modern Science 
of Mental Health,” by L. Ron Hubbard lea: 
New York Times Bestseller list and stayed 

Man’s twisted history of error and bafflement about the mind 
was abruptly ended by L. Ron Hubbard’s brilliantly illuminating 
book. Vividly written, it clearly explains the exact components 
of the human mind, and shows how aberration can occur and 
how it can be cleared away. Your friends need this book. 


This is the best book about the mind ever written. 

Give your friends the priceless gift of understanding. Get 6 
copies of “Dianetics: The Modern Science of Mental Health”, 
give them to your friends and start them on their own road to 


copies: R21.00. 


SEND your cheque or money order to THE BOOKSTORE, 
Hubbard Scientology Organization, 23 Hancock Street, Joubert 
Park, Johannesburg, or your nearest Scientology Organization 


ssex House 
h Street, Durban 


THE 


MONTHLY JOURNAL OF 
SCIEN OGY 


to the top of the 
ere for months. 


VITAL STATISTICS 


BIRTHS 

At Johannesburg 

To SOULA and ANDREW HADITYAN- 
NIS, a daughter, JANE, on April 4, 1968. 

To CELESTE and RON MULL, a son, 
DENNIS, on December 12, 1967. 

To MARION and GEOFFREY GILL, a 
daughter, BRENDA GAIL, on April 4, 
1968. 

To ELLEN and BOB DUNNING, a daugh- 
ter, SHARON KAREN, on March 17, 
1968 

CHRISTENINGS 

At Johannesburg 

On January 21, 1968, MICHELLE LUCILLE 
and TONY ALLEN, daughter and son of 
LUCILLE and RICHARD COOK, were 
christened by Rev. Jos. Jaffe. 

On December 3, 1967, ANNETTE, daughter 
of ULLA and VIC UECKERMAN, was 
christened by Rev. Chris Weideman. 

On February 4, 1968, LISA DEBORAH and 
ROXANE MELAINE, daughters of 
MARIA-ROSA and LEON BOSWORTH, 
were christened by Rev. Jan Lacey 

MARRIAGES 

At Durban 

BARBARA RUSSELL to HEINZ PETER 
MENZ on April 7, 1968. The ceremony 
was performed by Minister Anne Bergin, 
Clear 124 

At Johannesburg 

BRENDA SWART to RONNIE CHIS- 
HOLM on April 11, 1968 

At Cape Town 

ALICE JUNE HIRST to 
PLON on February 8, 1968 

TERESA JOOSTE to KEN ANSTEY on 
April 2, 1968 


DAVID MIS- 


NEW ZEALAND 
AUCKLAND 

150 Hobson Street 
Auckland C.1 

Cable: Sientology Auckland 


AUDITOR 


durban 


u AT May °68 
: i SARD 
62 L. Ron! 


lubbard 


ATIONS ORG 


